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Equipment 


HPLC and ancillary equipment have been ordered. 

Ventilated smoking; machine hoods have been delivered and 
installed. A 30-port smoking machine is being equipped 
with sequential! Camoridge and electrostatic smoke traps to 
test the hypothesis that charged species may be 
responsible for ISH activity. 
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